
November 30, 2015 
To Whom It May Concern: 

Performance Arbitrage Company, Inc is implementing a 90 day moratorium effective November, 
2016. This moratorium is to enable the business relationships we work with to Implement changes and 
establish new relationships. It Is believed the 90 day period will be sufficient to accomplish these goals 
and we expect to resume payments In February, 2016. 


Best Regards, 



Michelle Plant 
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